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Streamlining library services: what we 
do, how much time it takes, what it 
costs, and how we can do it better 
by Richard M. 
(Brower), 63-4 

Training paraprofessionals for refer- 
ence service: a how-to-do-it manual 
for librarians, 2nd ed., by Pamela 
J. Morgan (Bender), 322-3 

Web 2.0 for librarians and information 
professionals by Ellyssa Kroski 
(Higginbottom), 63 

Web accessibility: practical advice for 
the library and information profes- 
sional edited by Jenny Craven 
(Look), 156-7 

What's the alternative? Career options 
for librarians and other info pros 
by Rachel Singer Gordon (Lin- 
ton), 64-5 

Cancer 
Content analysis of cancer blog 
posts (Kim), 260-6 
Career Development Grant, Medical 
Informatics 
Albert, Karen, recipient, E6 
Knapp, Maureen, recipient, E6 
Case studies 

A case study: planning a statewide 
information resource for health 
professionals: evidence- 
based approach (Aspinall, et 
al.), 246-52 

A case study: using social tagging 
to engage students in learning 
Medical Subject Headings 
(Maggio, et al.), 77-83 

Making the case: solutions for 
tough times (Starr) [editorial], 
73-4 

Catalogues, library 

The great contribution: Index Med- 
icus, Index-Catalogue, and Index- 
Cat (Greenberg and Gallagher), 
108-13 

Cellular phones 

A bibliometric analysis of the sci- 
entific literature on Internet, 
video games, and cell phone 
addiction (Carbonell, et al.), 
102-7 


Dougherty 
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Churchill, Elana 
Minority students annual meeting 
scholarship, recipient, E5 
CINAHL, see Cumulative Index to 
Nursing and Allied Health 
Literature (CINAHL) 
Citation analysis 
Accuracy of references in the oph- 
thalmic literature (Oren and 
Watson), 142-5 
A bibliometric analysis of the sci- 
entific literature on Internet, 
video games, and cell phone 
addiction (Carbonell, et al.), 
102-7 
Disappearing act: decay of uniform 
resource locators in health care 
management journals (Wagner, 
et al.), 122-30 
Health literacy: an exploratory bib- 
liometric analysis, 1997-2007 
(Bankson), 148-50 
Mapping the health research land- 
scape in sub-Saharan Africa: a 
study of trends in biomedical 
publications (Hofman, et al.), 
41-4 
PubMed growth patterns and vis- 
ibility of journals of sub-Sa- 
haran African origin (Schoon- 


baert) [letter]; (Hofman, et al.) 
[letter response], 241-3 
Questions regarding ‘An Analysis 
of Bibliometric Indicators, Na- 
tional Institutes of Health Fund- 
ing, and Faculty Size at Associ- 
ation of American Medical 


medical schools, 
(Bagnell) [letter], 


Colleges 
1997-2007” 
241 

The selection of high-impact health 
informatics literature: a com- 
parison of results between the 
content expert and the expert 
searcher (Whipple, et al.), 212-8 

Status of open access in the bio- 
medical field in 2005 (Matsu- 
bayashi, et al.), 4-11 

Trends in health sciences library 
and information science re- 
search: an analysis of research 
publications in the Bulletin of the 
Medical Library Association and 
Journal of the Medical Library 
Association from 1991 to 2007 
(Gore, et al.), 203-11 

Clinical medical librarians 

Measuring the value and impact of 
health sciences libraries: plan- 
ning an update and replication 


of the Rochester Study (Dunn, 
et al.), 308-12 
Cogdill, Keith 
Ida and George Eliot Prize, recipi- 
ent, E8 
Colaianni (Lois Ann) Award for 
Excellence and Achievement 
in Hospital Librarianship 
Orick, Jan, recipient, E7 
Collaboration, see Cooperation 
Collection development, see Acquisitions 
and collection development 
Comment and opinion 
National Institutes of Health public 
access policy assistance: one 
library’s approach (Stimson) 
[comment and opinion], 238-40 
Communication 
Making health literacy real: adult 
literacy and medical students 
teach each other (Hess and 
Whelan), 221-4 
Computer literacy 
“Partnering with Seniors for Better 
Health”: computer use and In- 
ternet health information re- 
trieval among older adults in a 
low socioeconomic community 
(Chu, et al.), 12-20 
Web usability testing with a His- 
panic medically underserved 
population (Moore, et al.), 114— 
21 
Consumer health information 
Content analysis of cancer blog 
posts (Kim), 260-6 
Health information disparities? De- 
termining the relationship be- 
tween age, poverty, and the rate 
of calls to a consumer and 
patient health information ser- 
vice (Oelschlegel, et al.), 225-7 
The Health Information Literacy 
Research Project (Shipman, et 
al.), 293-301 
The Journey Project: a case study in 
providing health information to 
mitigate health disparities (Lei- 
sey), 30-3 
“Partnering with Seniors for Better 
Health”: computer use and In- 
ternet health information re- 
trieval among older adults in a 
low socioeconomic community 
(Chu, et al.), 12-20 
Continuing education award, MLA 
Hammond, Patricia, recipient, E6 
Schleper, Susan, recipient, E6 
Cooperation 
Nursing educators’ perceptions of 
collaboration with librarians 


(Schulte and Sherwill-Navarro), 
57-60 
Partnering to promote service con- 
tinuity in the event of an emer- 
gency: a successful collabora- 
tion between two interlibrary 
loan departments (Norton, et 
al.), 131-4 
Core lists, see Bibliographies 
Cost-benefit analysis 
Measuring the value and impact of 
health sciences libraries: plan- 
ning an update and replication 
of the Rochester Study (Dunn, 
et al.), 308-12 
Cumulative Index to Nursing and 
Allied Health Literature (CI- 
NAHL) 
Comparison of journal title cover- 
age between CINAHL and Sco- 
pus (Hill), 313-4 
Cunningham Memorial Internation- 
al Fellowship 
Kruesi, Lisa, recipient, E5-6 
Padwal, Vijay, recipient, E5-6 
Current awareness services 
Developing a current awareness 
service using really simple syn- 
dication (RSS) (Johnson, et al.), 
52-4 
Curriculum 
The Health Information Literacy 
Research Project (Shipman, et 
al.), 293-301 
The Research Imperative: Medical 
Library Association policy and 
the curricula of schools of li- 
brary and information science 
(McKnight and Hagy), 134-6 
Web 2.0 tools in medical and 
nursing school curricula (Lem- 
ley and Burnham), 50-2 
Darling (Louise) Medal for Distin- 
guished Achievement in Col- 
lection Development 
Grey Literature Report, recipient, 
E7-8 
Database searching 
Analysis of the reporting of search 
strategies in Cochrane system- 
atic reviews (Yoshii, et al.), 21-9 
Clinical and research searching on 
the wild side: exploring the 
veterinary literature (Alpi, et 
al.), 169-77 
Evaluation of PubMed filters used 
for evidence-based searching: 
validation using relative recall 
(Hoogendam, et al.), 186-93 
Search strategies to identify infor- 
mation on adverse effects: a 
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systematic review (Golder and 
Loke), 84-92 
The selection of high-impact 
health informatics literature: a 
comparison of results between 
the content expert and the 
expert searcher (Whipple, et 
al.), 212-8 
Databases 
Comparison of journal title cover- 
age between CINAHL and Sco- 
pus (Hill), 313-4 
Health literacy: an exploratory bib- 
liometric analysis, 
(Bankson), 148-50 
David A. Kronick Traveling Fellow- 
ship, recipient, see Kronick (Da- 
vid A.) Traveling Fellowship 
Davis, Linda Morgan 
Corecipient, Rogers Information 
Achievement Award, for ‘’Dig- 
ital Divide, Rural American 
Indian Communities,”” E8 


dian Communities 


Award, corecipients for, E8 
Digital libraries, see Libraries, digital 
Disaster planning 


tion between two interlibrary 


al.), 131-4 
Disease outbreaks 
Partnering to promote service con- 
tinuity in the event of an emer- 
gency: a successful collabora- 
tion between two interlibrary 


al.), 131-4 
Distance education 
Teaching Web 2.0 technologies 
using Web 2.0 technologies 
(Rethlefsen, et al.), 253-9 
Distinguished Public Service 
Award, MLA 
Obey, David, recipient, E5 
Document delivery 
Electronic document delivery: a 
six-year study to benchmark 
the shift to electronic interli- 
brary loan in two hospital li- 
braries (Hill and Roth), 54-7 
Partnering to promote service con- 
tinuity in the event of an emer- 
gency: a successful collabora- 
tion between two interlibrary 
loan departments (Norton, et 
al.), 131-4 


1997-2007 


Digital Divide, Rural American In- 


Rogers Information Achievement 


Partnering to promote service con- 
tinuity in the event of an emer- 
gency: a successful collabora- 


loan departments (Norton, et 


loan departments (Norton, et 


Doe (Janet) Lecture 
Basler, Thomas G., lecturer, E5, E8 
Donald A. B. Lindberg Research 
Fellowship, see Lindberg (Do- 
nald A. B.) Research Fellow- 
ship 
Eaton, Elizabeth King 
Obituary (Halsted and Ho), 244-5 
EBSCO/MLA Annual Meeting Grant 
Glazer, Mary Lou, recipient, E6 
Haines, Laura, recipient, E6 
Orlowski, Meredith, recipient, E6 
Young, Jason, recipient, E6 
Editorials 
E-science and biomedical libraries 
(Rambo), 159-61 
Making the case: solutions for 
tough times (Starr), 73-4 
The next generation of electronic 
journals: prospects and prob- 
lems (Starr), 237 
Why we need the journal of the 
Medical Library Association 
(Starr), 1-2 
Education, continuing 
The Health Information Literacy 
Research Project (Shipman, et 
al.), 293-301 
Teaching Web 2.0 technologies 
using Web 2.0 technologies 
(Rethlefsen, et al.), 253-9 
Education, library and information 
science 
The Research Imperative: Medical 
Library Association policy and 
the curricula of schools of li- 
brary and information science 
(McKnight and Hagy), 134-6 
Education, medical 
A case study: using social tagging 
to engage students in learning 
Medical Subject Headings 
(Maggio, et al.), 77-83 
The health sciences librarian in 
medical education: a vital path- 
ways project task force 
(Schwartz, et al.), 280-4 
Making health literacy real: adult 
literacy and medical students 
teach each other (Hess and 
Whelan), 221-4 
Web 2.0 tools in medical and 
nursing school curricula (Lem- 
ley and Burnham), 50-2 
Education, nursing 
The Magnet journey: opportunities 
for librarians to partner with 
nurses (Allen, et al.), 302-7 
Nursing educators’ perceptions of 
collaboration with librarians 


(Schulte and Sherwill-Navarro), 
57-60 
Web 2.0 tools in medical and 
nursing school curricula (Lem- 
ley and Burnham), 50-2 
Elderly, see Aged 
Electronic publications 
Side-by-side, but from different 
worlds: service and resource 
provision by academic health 
sciences libraries to their affili- 
ated hospitals (Brown and 
Kaste), 315-7 
Electronic publishing, see also Librar- 
ies, digital 
National Institutes of Health public 
access policy assistance: one 
library’s approach (Stimson) 
[comment and opinion], 238-40 
The next generation of electronic 
journals: prospects and prob- 
lems (Starr) [editorial], 237 
Status of open access in the bio- 
medical field in 2005 (Matsu- 
bayashi, et al.), 4-11 
Electronic resources reviews 
Animal drugs @ FDA (Shields), 158 
Basecamp (Featherstone), 67 
Libguides (Bushhousen), 68-9 
Medpedia (Rethlefsen), 325-6 
ScanGrants (Hardy), 234-5 
2collab (Liu and Wu), 233-4 
Eliot (Ida and George) Prize 
Cogdill, Keith, recipient, E8 
EMBASE 
Search strategies to identify infor- 
mation on adverse effects: a 
systematic review (Golder and 
Loke), 84-92 
Errata 
An analysis of bibliometric indica- 
tors, National Institutes of 
Health funding, and faculty 
size at Association of American 
Medical Colleges medical 
schools, 1997-2007 (Hendrix 
D.) J Med Libr Assoc. Oct;96(4): 
324-34. Erratum, 74 
The Association of American Pub- 
lishers’ electronic manuscript 
project: as status report. (Meh- 
ringer A.) Bull Med Libr Assoc. 
1986 Jan;74(1):27-30. Erratum, 3 
Dorothy R. Hill, 1931-2007 [obitu- 
ary] (Morgan LK, Stickell HN). J 
Med Libr Assoc. 2009 Apr;97(2): 
75-6. Erratum, 245 
Medical Library Association—An- 
nual Meeting 2008, Proceed- 
ings. J Med Libr Assoc. 2009 
Jan;97(1):E1-41. Erratum, 74 
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Evidence-based librarianship 
A case study: planning a statewide 
information resource for health 
professionals: an evidence-based 
approach (Aspinall, et al.), 246-52 
Evidence-based medicine 
Clinical information behavior of 
rehabilitation therapists: a re- 
view of the research on occupa- 
tional therapists, physical ther- 
apists, and speech-language 
pathologists (Kloda and Bart- 
lett), 194-202 
Evaluation of PubMed filters used 
for evidence-based searching: 
validation using relative recall 
(Hoogendam, et al.), 186-93 
Nursing educators’ perceptions of 
collaboration with librarians 
(Schulte and Sherwill-Navarro), 
57-60 
Faculty, nursing 
Nursing educators’ perceptions of 
collaboration with librarians 
(Schulte and Sherwill-Navarro), 
57-60 
Fellows, MLA 
Grefsheim, Suzanne, E9 
Humphreys, Betsy, E9 
Markwell, Linda Garr, E9 
McKenzie, Diane, E9 
Rhine, Lenny, E9-10 
Forsman, Rick B. 
Marcia C. Noyes Award, recipient, 
E10 
Frey, Amy 
Professional Development Grant, 
Hospital Libraries Section/MLA, 
recipient, E6 
Gerth, Bob 
Rittenhouse Award, recipient, E8 
Glazer, Mary Lou 
EBSCO/MLA Annual 
Grant, recipient, E6 
Goodwin, Michelle 
Professional Development Grant, 
Hospital Libraries Section/ 
MLA, recipient, E6 
Gottlieb (Murray) Prize 
Heilemann, Heidi, recipient, E8 
Grefsheim, Suzanne 
Fellow, MLA, E9 
Grey Literature Report 
Louise Darling Medal for Distin- 
guished Achievement in Collec- 
tion Development, recipient, 
E7-8 
Groseclose, Eaerlen 
Corecipient, Rogers Information 
Achievement Award, for ‘‘Dig- 


Meeting 


ital Divide, Rural American 
Indian Communities,” E8 
Haines, Laura 
EBSCO/MLA Annual Meeting Grant, 
recipient, E6 
Hammond, Patricia 
Continuing education 
MLA, recipient, E6 
Health care organizations 
The information-seeking behavior 
of clinical staff in a large health 
care organization (Hider, et al.), 
47-50 
Health disparities 
Health information disparities? De- 
termining the relationship be- 
tween age, poverty, and the rate 
of calls to a consumer and 
patient health information ser- 
vice (Oelschlegel, et al.), 225-7 
The Journey Project: a case study in 
providing health information to 
mitigate health disparities (Lei- 
sey), 30-3 
Health literacy 
The Health Information Literacy 
Research Project (Shipman, et 
al.), 293-301 
Health literacy: an exploratory bib- 
liometric analysis, 1997-2007 
(Bankson), 148-50 
Making health literacy real: adult 
literacy and medical students 
teach each other (Hess and 
Whelan), 221-4 
Heilemann, Heidi 
Murray Gottlieb Prize, recipient, E8 
Hill, Dorothy R. 
Obituary (Morgan and_ Stickell), 
75-6. Erratum, 245 
Hispanic Americans 
Web usability testing with a His- 
panic medically underserved 
population (Moore, et al.), 114— 
21 
History of libraries 
The great contribution: Index Med- 
icus, Index-Catalogue, and Index- 
Cat (Greenberg and Gallagher), 
108-13 
Hodges (T. Mark) International Ser- 
vice Award 
Lefebvre, Carol, recipient, E8 
Hospital Libraries Section Profession- 
al Development Grant, see Pro- 
fessional Development Grant, 
Hospital Libraries Section/ 
MLA 
Hospitals 
The information-seeking behavior 
of clinical staff in a large health 


award, 


care organization (Hider, et al.), 
47-50 
Humphreys, Betsy 
Fellow, MLA, E9 
Ida and George Eliot Prize, see Eliot 
(Ida and George) Prize 
Independent Reading Program (MLA) 
Development of a new academic 
digital library: a study of usage 
data of a core medical electronic 
journal collection (Shearer, et 
al.), 93-101 
The Health Information Literacy 
Research Project (Shipman, et 
al.), 293-301 
“Partnering with Seniors for Better 
Health’: computer use and In- 
ternet health information re- 
trieval among older adults in a 
low socioeconomic community 
(Chu, et al.), 12-20 
The selection of high-impact health 
informatics literature: a com- 
parison of results between the 
content expert and the expert 
searcher (Whipple, et al.), 212-8 
Indexes and indexing 
The great contribution: Index Med- 
icus, Index-Catalogue, and Index- 
Cat (Greenberg and Gallagher), 
108-13 
Information access 
Health information disparities? 
Determining the relationship 
between age, poverty, and 
the rate of calls to a consumer 
and patient health information 
service (Oelschlegel, et al.), 
225-7 
“Partnering with Seniors for Better 
Health”: computer use and In- 
ternet health information re- 
trieval among older adults in a 
low socioeconomic community 
(Chu, et al.), 12-20 
Status of open access in the bio- 
medical field in 2005 (Matsu- 
bayashi, et al.), 4-11 
Information management education 
A case study: using social tagging 
to engage students in learning 
Medical Subject Headings (Mag- 
gio, et al.), 77-83 
The health sciences librarian in med- 
ical education: a vital pathways 
project task force (Schwartz, et al.), 
280-4 
Informatics training for public health 
practitioners (Near and Duesing) 
[letter], 162 
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National Institutes of Health public 
access policy assistance: one 
library’s approach (Stimson) 
[comment and opinion], 238-40 

Nursing educators’ perceptions of 
collaboration with librarians 
(Schulte and Sherwill-Navarro), 
57-60 

“Partnering with Seniors for Better 
Health”: computer use and In- 
ternet health information re- 
trieval among older adults in a 
low socioeconomic community 
(Chu, et al.), 12-20 

Teaching Web 2.0 technologies 
using Web 2.0 technologies 
(Rethlefsen, et al.), 253-9 

Information retrieval 

Analysis of the reporting of search 
strategies in Cochrane system- 
atic reviews (Yoshii, et al.), 21-9 

Clinical information behavior of 
rehabilitation therapists: a re- 
view of the research on occupa- 
tional therapists, physical ther- 
apists, and _ speech-language 
pathologists (Kloda and Bart- 
lett), 194-202 

Disappearing act: decay of uniform 
resource locators in health care 
management journals (Wagner, 
et al.), 122-30 

Evaluation of PubMed filters used 
for evidence-based searching: 
validation using relative recall 
(Hoogendam, et al.), 186-93 

The information-seeking behavior 
of clinical staff in a large health 
care organization (Hider, et al.), 
47-50 

“Partnering with Seniors for Better 
Health’: computer use and In- 
ternet health information re- 
trieval among older adults in a 
low socioeconomic community 
(Chu, et al.), 12-20 

Search strategies to identify infor- 
mation on adverse effects: a 
systematic review (Golder and 
Loke), 84-92 

The selection of high-impact health 
informatics literature: a com- 
parison of results between the 
content expert and the expert 
searcher (Whipple, et al.), 212-8 

Information seeking, see Information 
retrieval 
Information services 

A case study: planning a statewide 

information resource for health 


professionals: an evidence-based 
approach (Aspinall, et al.), 246-52 
Developing a current awareness 
service using really simple syn- 
dication (RSS) (Johnson, et al.), 
52-4 
Liaison librarian tiers: levels of 
service (Ferree, et al.), 145-8 
The Mobile Reference Service: a 
case study of an onsite refer- 
ence service program at the 
school of public health (Tao, et 
al.), 
Information technology 
A bibliometric analysis of the sci- 
entific literature on Internet, 
video games, and cell phone 
addiction (Carbonell, et al.), 
102-7 
Digital audio lectures: a library’s 
path to sustainability (Etter and 
Galt), 219-21 
Electronic document delivery: a 
six-year study to benchmark 
the shift to electronic interli- 
brary loan in two hospital li- 
braries (Hill and Roth), 54-7 
Teaching Web 2.0 _ technologies 
using Web technologies 
(Rethlefsen, et al.), 253-9 
Informationists 
The Journey Project: a case study in 
providing health information to 
mitigate health disparities (Lei- 
sey), 30-3 
Interlibrary loan, see Document de- 
livery 
International Service Award, see 
Hodges (T. Mark) Internation- 
al Service Award 
Internet, see also Social networking 
A bibliometric analysis of the sci- 
entific literature on Internet, 
video games, and cell phone 
addiction (Carbonell, et al.), 
102-7 
Developing a current awareness 
service using really simple syn- 
dication (RSS) (Johnson, et al.), 
52-4 
Disappearing act: decay of uniform 
resource locators in health care 
management journals (Wagner, 
et al.), 122-30 
Health information disparities? De- 
termining the relationship be- 
tween age, poverty, and the rate 
of calls to a consumer and 
patient health information ser- 
vice (Oelschlegel, et al.), 225-7 


‘Partnering with Seniors for Better 
Health’: computer use and In- 
ternet health information re- 
trieval among older adults in a 
low socioeconomic community 
(Chu, et al.), 12-20 

Teaching Web 2.0 technologies 
using Web technologies 
(Rethlefsen, et al.), 253-9 

Web 2.0 tools in medical and 
nursing school curricula (Lem- 
ley and Burnham), 50-2 

Web usability testing with a Hispanic 
medically underserved popula- 
tion (Moore, et al.), 114-21 

Janet Doe Lecture, see Doe (Janet) 
Lecture 

John P. McGovern Lecture, see McGo- 
vern (John P.) Lecture 

Joseph Leiter NLM/MLA Lecture, see 
Leiter (Joseph) NLM/MLA Lec- 
ture 

Journal of the Medical Library Asso- 
ciation 

Trends in health sciences library 
and information science re- 
search: an analysis of research 
publications in the Bulletin of the 
Medical Library Association and 
Journal of the Medical Library 
Association from 1991 to 2007 
(Gore, et al.), 203-11 

Volume 74 correction (Alter) [letter], 3 

Why we need the Journal of the 
Medical Library Association 
(Starr) [editorial], 1-2 

Kerdolff, Kathryn 

David A. Kronick Traveling Fel- 

lowship, recipient, E6 
Kloda, Lorie 

Thomson Scientific/ MLA Doctoral 

Fellowship, recipient, E6—7 
Knapp, Maureen 

Career Development Grant, Medi- 
cal Informatics Section/MLA, 
recipient, E6 

Kronick (David A.) Traveling Fel- 
lowship 

Kerdolff, Kathryn, recipient, E6 

Kruesi, Lisa 

Cunningham Memorial 
tional Fellowship, 
E5-6 

Lafrado, Louise 

Corecipient, 


Interna- 
recipient, 


Information 


Rogers 
Achievement Award, for ‘’Dig- 


ital Divide, Rural American 
Indian Communities,” E8 
Lappin, Debra 
Joseph Leiter NLM/MLA lecturer, 
E5 
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Lefebvre, Carol 
Hodges International 
Award, recipient, E8 
Leiter (Joseph) NLM/MLA Lecture 
Lappin, Debra, lecturer, E5 
Letters to the editor 
Informatics training for public 
health practitioners (Near and 
Duesing) [letter], 162 
PubMed growth patterns and vis- 
ibility of journals of sub-Sa- 
haran African origin (Schoon- 
baert) [letter]; (Hofman, et al.) 
[letter response], 241-3 
Questions regarding ‘An Analysis 
of Bibliometric Indicators, Na- 
tional Institutes of Health Fund- 
ing, and Faculty Size at Associ- 
ation of American Medical 
Colleges medical schools, 
1997-2007” 
241 
Volume 74 correction (Alter) [let- 
ter], 3 
Liaison librarians 
Embedded librarians: one library’s 
model for decentralized service 
(Freiburger and Kramer), 139- 
42 
Liaison librarian tiers: levels of 
service (Ferree, et al.), 145-8 
Side-by-side, but from different 
worlds: service and resource 
provision by academic health 
sciences libraries to their affili- 
ated hospitals (Brown and 
Kaste), 315-7 
Librarianship 
The health sciences librarian in 
medical education: a vital path- 
ways project task force 
(Schwartz, et al.), 280-4 
Medical librarians’ uses and per- 
ceptions of social tagging 
(Bianco), 136-9 
A pathway for hospital librarians: 
why is it vital? (Tooey) [sym- 
posium introduction], 268-72 
Trends in hospital librarianship 
and hospital library services: 
1989 to 2006 (Thibodeau and 
Funk), 273-9 
Vital pathways for hospital librar- 
ians: present and future roles 
(Holst, et al.), 285-92 
Libraries, academic health sciences 
Developing a current awareness 
service using really simple syn- 
dication (RSS) (Johnson, et al.), 
52-4 


Service 


(Bagnell) [letter], 


Development of a new academic 
digital library: a study of usage 
data of a core medical electronic 
journal collection (Shearer, et 
al.), 93-101 

Digital audio lectures: a library’s 
path to sustainability (Etter and 
Galt), 219-21 

Embedded librarians: one library’s 
model for decentralized service 
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